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WEST  KESTEVEN  RURAL  DISTRICT  COUNCIL 
STATISTICAL  SUMMARY  1953. 


Population  (estimated  for  the  year)  18,510 
Area  1 22,406  acres 

Rateable  value  £69,671 

Estimated  Product  of  Penny  Rate  £272 


BIRTHS 

Legitimate . 

Illegitimate  ...  . 

Stillbirths  . 

BIRTH  RATE . 

Average  for  England  &  Wales 

INFANT  DEATHS 

Under  1  year  . 

Legitimate  ...  . 

Illegitimate  ... 

INFANTILE  DEATH  RATE 
Average  for  England  &  Wales 

DEATH  RATE 

Crude  Death  Rate . 

Death  Rate 

(corrected  for  age  &  sex) 
Average  for  England  &  Wales 


Total  Males  Females 


•  • 

326 

166 

160 

•  •  • 

19 

8 

11 

•  •  • 

3 

1 

2 

18.64 

per 

1,000 

population 

15.5 

per 

1,000 

population 

•  •  • 

12 

8 

4 

•  •  • 

9 

5 

4 

•  •  • 

3 

3 

— 

34.78 

per 

1 ,000 

live  births 

26.8 

per 

1,000 

live  births 

8.10 

per 

1,000 

population 

7.61 

per 

1,000 

population 

11.4 

per 

1,000 

population 

Total 

Males  Females 

•  •  • 

150 

77 

73 

TOTAL  DEATHS  at  all  ages 
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Public  Health  Department, 
Council  Offices, 

19,  Watergate, 

Grantham. 


Mr.  Chairman,  Ladies  and  Gentlemen, 

I  have  the  honour  to  present  the  Annual  Report  on  the  Health, 
Statistics,  and  Sanitary  conditions  of  the  West  Kesteven  Rural 
District  for  the  year  1953. 

The  vital  statistics  show  a  uniform  improvement  on  those  of 
recent  years.  Even  the  Birth  Rate,  contrary  to  the  national  ten¬ 
dency,  has  risen;  this  may  be  a  reflection  of  the  Council’s  vigorous 
housing  policy.  Infant  Deaths  show  a  welcome  decline  to  the 
lowest  level  they  have  yet  reached  in  the  District,  but  comparison 
with  the  national  figures  shows  there  is  room  for  further  improve¬ 
ment.  It  is  noteworthy  that  while  illegitimate  births  were  5.9% 
of  the  total  they  contributed  25%  of  the  infant  deaths.  The  gen¬ 
eral  death  rate  has  reached  a  remarkably  low  level  at  7.6  per 
1,000  as  compared  with  the  national  figure  of  11.4.  It  was  inter¬ 
esting  to  observe  that  the  District  did  not  share  Grantham’s 
marked  increase  in  mortality  of  elderly  persons  during  the  influ¬ 
enza  epidemic  in  the  first  quarter  of  the  year.  Thus,  while  the 
Rural  District  rate  fell  by  15%  on  the  previous  year,  Grantham’s 
rose  by  17%  One  would  scarcely  expect  the  very  moderate  degree 
of  atmospheric  pollution  in  Grantham  to  account  for  this;  more 
probably  the  District’s  more  favourable  experience  was  due  to  the 
dispersion  of  population  reducing  the  spread  of  infection. 

With  regard  to  Infectious  Disease,  whooping  cough  was  pre¬ 
valent  during  the  summer.  The  mildness  of  the  disease  was  not 
an  unmixed  blessing  in  that  many  cases  were  found  at  school, 
and  this  undoubtedly  helped  to  sustain  the  epidemic,  which  pro¬ 
duced  one  death.  Measles  continued  at  a  fairly  high  incidence  in 
the  first  half  of  the  year.  It  would  seem  that  by  the  time  the  infec¬ 
tion  has  completed  its  progress  through  the  villages  a  fresh  crop 
of  susceptible  children  is  available  in  the  areas  originally  affected. 
Five  cases  of  Poliomyelitis  occurred  in  the  late  summer  and 
autumn;  there  were  no  deaths  but  two  children  were  left  with  a 
serious  degree  of  paralysis.  An  outbreak  caused  by  a  closely  re¬ 
lated  virus  in  Woolsthorpe-by-Belvoir  gave  rise  to  considerable 
concern,  owing  to  the  high  proportion  of  children  affected,  until  the 
true,  and  relatively  innocuous,  nature  of  the  illness  was  recognised. 
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For  the  first  time  in  recent  years  new  notifications  of  pul¬ 
monary  tuberculosis  show  a  sharp  decline  and  it  is  satisfactory  to 
record  that  there  was  only  one  death  from  this  form  of  the  disease. 
The  low  notification  figure  may  indicate,  however,  a  disappointing 
attendance  from  the  high  proportion  of  Rural  District  dwellers 
who  must  have  visited  Grantham  during  the  public  sessions  of  the 
Mass  X-ray  Unit  in  January.  There  was  again  evidence  of  milk- 
borne  tuberculosis  among  children  in  the  District.  Cases  were 
fortunately  of  a  mild  nature,  but  this  could  only  be  attributed  to  the 
care  of  mothers  in  boiling  the  milk  consumed  by  infants  and 
younger  children.  Routine  sampling  by  the  Department  can  never 
be  frequent  and  expeditious  enough  to  relieve  the  primary  responsi¬ 
bility  of  producers  for  the  close  supervision  of  their  cows  and 
staffs,  more  particularly  where  the  milk  is  sold  unpasteurised. 

1953  at  last  saw  some  real  progress  in  extension  of  main  water 
supplies.  In  addition  to  minor  schemes  Caythorpe  and  Fulbeck 
Schemes  were  completed;  Foston,  Denton  and  Hough  commenced 
and  proposals  to  supply  4  other  major  villages  approved  by  the 
Ministry.  Owing  to  the  lower  financial  priority  accorded  to  sewer¬ 
age  schemes  these  are  lagging  behind,  and  this  disparity  raises  an 
acute  problem  of  disposal. 

In  conclusion,  I  have  to  thank  members  of  the  Council,  and 
in  particular  of  the  Health  Committee,  Mr.  Cox,  Mr.  Dean,  and 
all  his  staff  for  their  unfailing  courtesy  and  help  throughout  the 
year. 

I  am.  Sir,  Ladies  and  Gentlemen, 

Your  obedient  servant, 

R.  M.  ROSS, 

Medical  Officer  of  Health. 


INFECTIOUS  DISEASES 
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TUBERCULOSIS 

New  cases  and  Deaths  during  1953. 


Age  Periods 

NEW 

CASES 

DEA 

.THS 

Pulm 

onary 

N 

Pulm 

on 

onary 

Pulmonary 

Non 

Pulmonary 

M. 

F. 

M. 

F. 

M. 

F. 

M. 

F. 

Under  1  year. 

1 —  5  years 

1 

1 

5 — 10  years 

1 

10 — 15  years 

1 

1 5 — 20  years 

1 

20 — 25  years 

1 

1 

25 — 35  years 

1 

1 

1 

35 — 45  years 

1 

45 — 55  years 

1 

1 

55 — 65  years 

1 

65  and  upwards 

Age  unknown 

1 

1 

1 

TOTAL 

7 

3 

1 

4 

1 

1 

1. 

2. 

3. 

4. 

5. 

6. 

7. 

8. 

9. 

10. 

II. 

12. 

13. 

14. 

15. 

16, 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 
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WEST  KESTEVEN  RURAL  DISTRICT  COUNCIL 

1953 


CAUSES  OF  DEATH 

M. 

F. 

Total 

Tuberculosis,  respiratory  . 

— 

1 

1 

Tuberculosis,  other 

1 

— 

1 

Syphilitic  disease  ...  . 

— 

— 

— 

Diphtheria . 

— 

— 

— 

Whooping  Cough 

1 

— 

1 

Meningo-coccal  infections  . 

— 

— 

— 

Acute  poliomyelitis 

— 

— 

— 

Measles 

— 

— 

— 

Other  infective  and  parasitic  diseases  ... 

1 

1 

2 

Malignant  neoplasm  stomach  ... 

4 

— 

4 

Malignant  neoplasm,  lung,  bronchus  ... 

A 

— 

3 

Malignant  neoplasm,  breast  . 

— 

2 

2 

Malignant  neoplasm,  uterus  . 

— 

2 

2 

Other  malignant  &  Lymphatic  neoplasms 

6 

8 

14 

Leukaemia,  aleukaemia 

— 

— 

— 

Diabetes 

— 

— 

— 

Vascular  lesions  of  nervous  system 

12 

14 

26 

Coronary  disease,  angina 

7 

4 

11 

Hypertension  with  heart  disease 

i 

— 

1 

Other  heart  disease  . 

14 

12 

26 

Other  circulatory  disease 

3 

3 

6 

Influenza  ... 

3 

3 

6 

Pneumonia 

3 

3 

6 

Bronchitis . 

3 

2 

5 

Other  disease  of  respiratory  system 

2 

— 

2 

Ulcer  of 'stomach  and  duodenum 

— 

— 

— 

Gastritis,  enteritis  and  diarrhoea 

— 

2 

2 

Nephritis  and  nephrosis . 

— 

— 

— 

Hyperplasia  of  prostate  . 

1 

— • 

1 

Pregnancy,  childbirth,  abortion  ... 

— 

— 

— 

Congenital  malformations 

— 

1 

1 

Other  defined  and  ill-defined  diseases  ... 

7 

11 

18 

Motor  vehicle  accidents  ... 

2 

2 

4 

All  other  accidents 

1 

1 

2 

Suicide 

2 

1 

3 

Homicide  and  operations  of  war 

— 

— 

— 

All  causes 


77  73  150 
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ANNUAL  REPORT  OF  THE  CHIEF  SANITARY 
INSPECTOR  FOR  THE  YEAR  1953. 

Sanitary  Inspector  and 
Surveyor’s  Department, 
Council  Offices, 

19,  Watergate, 
Grantham, 
7th  August,  1954. 


To  the  Chairman  and  Members  of  the 
West  Kesteven  Rural  District  Council. 

Mr.  Chairman,  Ladies  and  Gentlemen, 

I  have  the  honour  to  present  my  Report  for  the  year  ended 
31st  December,  1953. 

Housing,  Water  Supplies  and  Sewerage  are  the  three  main 
items  uppermost  in  the  minds  of  every  local  authority  to-day  and 
especially  every  Rural  District  Council,  and  if  good  progress  can 
be  reported  in  all  three,  then  the  report  must  be  a  satisfactory  one. 
Good  progress  can  certainly  be  reported  so  far  as  housing  and 
water  supplies  are  concerned  and  no  blame  can  be  laid  at  the 
Council’s  feet  for  lack  of  progress  in  the  third  item.  That  such 
progress  with  sewerage  schemes  cannot  be  reported  is  most  re¬ 
grettable  as  water  supplies  and  sewerage  must  run  hand  in  hand 
for  a  rural  sanitarian  to  feel  satisfied. 

To  the  statistician  109  additional  houses  means  little,  but  to 
the  sanitary  inspector  who  meets  the  people,  the  ratepayers,  every 
day,  it  means  another  109  families  with  a  chance  to  live  in  better 
and  healthier  conditions  than  previously  and  the  opportunity  to 
remove  more  insanitary  and  unsound  houses  and  close  down  more 
war-time  hutments.  This  is  a  pleasant  part  of  his  duties.  It  is 
also  pleasing  to  see  water  mains  spreading  in  all  directions  and  to 
know  that  the  old  excuse  cannot  be  offered  for  unhygienic  con¬ 
ditions,  “  What  can  we  do  if  we  haven’t  got  any  water  to  spare?” 
It  would  make  everyone  happy  to  see  sewers  spreading  in  all  direc¬ 
tions  and  the  vault  closet  and  pail  closet  becoming  museum  pieces, 
but  unfortunately  with  such  high  costs,  no  revenue  and  the  rate 
in  the  £  creeping  upwards  it  will  no  doubt  take  a  long  time.  The 
rural  worker  is  entitled  to  the  same  amenities  as  the  town  dweller 
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and  to-day  expects  them  but  very  often  does  not  want  to  pay  more 
rates  that  he  is  doing  at  the  present  time.  Progress  is  consequently 
slow.  At  the  end  of  1952,  4  schools  out  of  34  in  West  Kesteven 
had  water  closets,  the  remainder  still  having  vault  or  pail  closets, 
the  majority  being  vault  closets. 

The  collection  of  refuse  only  once  in  every  three  weeks  has 
been  criticised  from  time  to  time  and  considered  to  be  infrequent 
especially  during  the  winter  months  when  the  bins  are  soon  full 
of  ashes,  but  it  cannot  be  made  more  frequent  without  an  addi¬ 
tional  vehicle  and  increased  costs.  The  provision  of  a  cesspool 
emptying  vehicle  would  be  a  most  useful  addition  and  would  be 
revenue  producing.  It  would  replace  the  lorry  used  for  carting 
water  which  will  soon  be  no  longer  required. 

The  year’s  work  would  not  have  been  so  effectively  carried 
out  without  the  assistance  and  support  from  each  member  of  the 
Council  and  the  Medical  Officer  of  Health.  Thanks  are  also  due 
to  the  remainder  of  the  staff  for  their  continued  support. 

I  am,  Sir,  Ladies  and  Gentlemen, 

Your  obedient  servant, 


J.  DEAN, 

Chief  Sanitary  Inspector 

and  Surveyor. 
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HOUSING  1953 

1. —  Dwelling  Houses  Inspected. 

(a)  Inspections  for  Housing  Defects  .  232 

(b)  Dweliing-houses  found  unfit  .  27 

(c)  Dwelling-houses  found  not  fit  in  all  respects  172 

(d)  Re-inspections  and  visits  to  work  in  progress  89 

(e)  Re-Overcrowding .  2 

(f)  New  Buildings  (Supervision  under  Building  Byelaws)  ...  246 

(g)  Re  Council  House  Repairs  .  491 

(h)  Housing  Sites,  Surveys,  Inspections  of  works  in  progress  ..  488 

(i)  Temporary  Housing  .  104 
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2.  — Remedy  of  defects  during  the  year  without  service  of  formal  notices. 

(a)  Number  of  defective  dewelling-houses  rendered  fit  in 

consequence  of  informal  action  by  the  local  authority  ...  27 

(b)  Informal  Notices  served  .  41 

3.  —  Action  under  Statutory  Powers  during  the  year. 

A.  — Proceedings  under  Sections  9,  10  and  16  of  the  Housing 

Act ,  1936 

(a)  Number  of  Dwelling-houses  in  respect  of  which  Notices 

were  served  requiring  repairs .  7 

(b)  Number  of  Dwelling-houses  which  were  rendered  fit  after 

service  of  formal  notices  .  — 

(c)  By  Local  Authority  in  default  of  owners  .  1 

(d)  By  owners .  — 

B.  — Proceedings  under  the  Public  Health  Act. 

(a)  Number  of  Dwelling-houses  in  respect  of  which  notices 
were  served  requiring  defects  to  be  remedied  after  service 

of  formal  notice  3 

(b)  Number  of  Dwelling-houses  in  which  defects  were  remedied 

after  service  of  formal  notices .  — 

(c)  By  Local  Authority  in  default  of  owners  .  — 

(d)  By  owners .  — 

C.  — Proceedings  under  Section  11  and  13  of  the  Housing  Act ,  1936. 

(a)  Number  of  Dwelling-houses  in  respect  of  which  Demolition 

Orders  were  made  .  24 

(b)  Number  of  Dwelling-houses  demolished  in  pursuance  of 

Demolition  Orders  .  11 

D.  — Proceedings  under  Section  12  of  the  Housing  Act,  1936. 

(a)  Number  of  separate  tenements  or  underground  rooms  in 

respect  of  which  Closing  Orders  were  made  .  2 

(b)  Number  of  separate  tenements  or  underground  rooms,  in 

respect  of  which  Closing  Orders  were  determined  the  tene¬ 
ment  or  room  having  been  rendered  fit  .  — - 
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SUMMARY  OF  OTHER  INSPECTIONS 


Factories  :  — 

(a)  With  mechanical  power  ...  ...  ...  ...  ...  ...  35 

(b)  Without  mechanical  power  .  19 

Slaughter-houses  and  Knackers  Yards  . .  . 

Food  Preparing  Premises  : — 

(a)  Fried  Fish  Shops  ...  ...  ...  ...  ...  ...  ...  1 

(b)  Ice  Cream  Premises  .  21 

(c)  Other  Premises  .  ...  18 

Cowsheds  and  Dairies  .  24 

Milk  Samples  for  analysis .  ...  14 

Stables  and  Piggeries  .  — 

Petroleum  Stores  34 

Water  Supply  .  ...  252 

Water  Samples  for  analysis  ...  ...  ...  ...  ...  ...  385 

Sewer  Dykes  and  Sewage  Disposal  Works  .  248 

Infectious  Disease  Inquiries  and  Disinfections .  40 

Verminous  Premises  and  Disinfestations .  5 

Drainage  : — 

(a)  Colour  tested  .  1 

(b)  Water  tested  .  41 

(c)  Smoke  tested  .  3 

(d)  Inspected .  63 

Scavenging  Work  .  93 

Tents,  Vans  and  sheds  .  5 

Camping  Sites  .  — 

Special  Surveys  : — 

(a)  Water  Supply  .  — 

(b)  Scavenging  1 

(c)  Sewage  Disposal  — 

(d)  Rural  Housing  Survey  .  — 

Town  and  Country  Planning,  Inspections  .  4 

Building  Licensing .  1 

Miscellaneous  .  155 
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WATER  SUPPLY 

During  the  year  mainlaying  schemes  were  completed  to  sup¬ 
ply  the  villages  of  Fulbeck  and  Caythorpe  from  the  North  Kes- 
teven  Rural  District  Council’s  source  and  Wyville  from  the 
Grantham  Water  Company’s  source.  Further  mains  extensions 
were  carried  out  in  Westborough  and  Dry  Doddington  principally 
for  agricultural  purposes.  Work  was  started  on  schemes  to  supply 
Foston,  Denton  and  Hough-on-the-Hill  and  approval  was  obtained 
for  schemes  to  supply  Woolsthorpe-by-Belvoir,  Stroxton,  Little 
Ponton,  Great  Ponton,  Hougham  and  Marston,  and  to  improve  the 
supply  to  Skillington. 

Whilst  the  neighbouring  Authorities  and  the  Grantham  Water 
Company  must  be  thanked  for  their  help  in  providing  bulk  supplies 
from  their  sources,  without  which  these  extensions  of  supplies  would 
not  have  been  possible,  at  the  same  time  this  is  not  sound  policy 
except  for  a  limited  period.  Meanwhile  the  complete  borehole  at 
Long  Bennington  with  a  yield  of  400,000  gallons  per  day  remains 
undeveloped.  The  borehole  at  Lenton  has  a  surplus  of  240,000 
gallons  per  day  and  the  Foxhole  and  Motherford  springs  with  a 
minimum  surplus  of  80,000  and  a  maximum  surplus  of  850,000 
gallons  per  day,  are  available  for  further  use. 

It  will  be  noted  from  the  results  of  sampling  raw  waters  at 
the  Lenton  borehole  and  Motherford  springs,  that  the  quality  of 
their  waters  continues  to  cause  some  concern.  Care  is  taken  with 
the  chemical  treatment  of  these  sources  and  super-chlorination  has 
been  substituted  for  chlorination  as  an  additional  safeguard.  The 
Lincolnshire  limestone  waters  are  stated  to  be  notorious  for  their 
pollution  problems  and  the  Lenton  bore  in  particular  is  no  excep¬ 
tion.  It  is  difficult  to  ascertain  any  definite  source  of  pollution. 
The  surrounding  area  has  been  surveyed  without  success  and  in 
any  case  the  limestone  at  that  point  has  a  considerable  thickness 
of  overlying  clay  which  would  eliminate  any  minor  pollution 
sources  such  as  drainage  from  individual  houses,  farm  yards  and 
buildings  and  the  like. 

A  survey  was  started  in  August,  1953,  of  the  privately-owned 
bores  in  the  southern  area  of  the  district  where  water  is  drawn 
from  the  limestone  and  the  results  to  the  end  of  the  year  are 
tabled  on  page  17. 


16 


Comparing  these  results  and  the  results  from  the  Council- 
owned  sources  from  the  Lincolnshire  limestone  at  Colsterworth, 
North  Witham  and  Old  Somerby  with  the  results  from  the  Lenton 
bore,  it  will  be  noted  that  the  heaviest  pollution  occurs  at  Lenton. 
The  bores  at  Hanby  and  Keisby  are  geologically  similar,  but  there 
is  no  similarity  in  the  degree  of  pollution.  It  is  now  suspected 
that  the  lining  of  the  Lenton  bore  is  defective  and  a  second 
bore  is  to  be  made  and  tested  and  the  original  bore  lining  examined 
when  the  second  is  brought  into  operation. 

The  extension  of  mains  supplies  in  the  limestone  area  will 
of  course  increase  the  risk  of  pollution  and  unfortunately  the  vil¬ 
lages  and  hamlets  in  that  area  are  in  the  majority  very  small  and 
consequently  the  provision  of  sewerage  and  satisfactory  means  of 
disposal  of  sewage  is  very  costly  and  in  many  cases  would  cost 
much  more  per  property  that  the  average  cottage  is  worth.  Never¬ 
theless,  the  position  must  be  met  as  it  would  also  be  wrong  to 
prevent  any  householder  providing  a  water  closet.  It  is  recom¬ 
mended  that  where  it  is  not  economically  possible  to  provide  a 
sewerage  scheme  for  the  village  as  a  whole,  the  installation  of 
water  closets  at  any  individual  house  or  group  of  houses  should 
have  as  a  minimum  a  septic  tank  and  biological  filter  provided 
for  disposal  in  accordance  with  the  recently  approved  standards. 
The  provision  of  a  cesspool  emptying  vehicle  with  a  team  of  skilled 
operatives  would  assist  householders  and  the  Council  in  ensuring 
that  these  small  disposal  plants  were  operating  with  a  reasonable 
degree  of  efficiency.  At  the  present  time  vehicles  have  to  be  hired 
from  neighbouring  Authorities  and  this  naturally  is  not  always 
satisfactory  or  possible. 
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PRIVATELY-OWNED  BORES 
Bacteriological  Examinations  —  Raw  Waters 


Date  of  Sampling  Coli 

10.8.53  .  B.Coli 

F.Coli 

24.8.53  .  B.Coli 

F.Coli 

31.8.53  .  B.Coli 

F.Coli 

7.9.53. . .  B.Coli 

F.Coli 

14.9.53  .  B.Coli 

F.Coli 

29.9.53  .  B.Coli 

F.Coli 

5.10.53  .  B.Coli 

F.Coli 

12.10.53  .  B.Coli 

F.Coli 

19.10.53  .  B.Coli 

F.Coli 

26.10.53  .  B.Coli 

F.Coli 

2.11.53  .  B.Coli 

F.Coli 

9.11.53  .  B.Coli 

F.Coli 

16.11.53  .  B.Coli 

F.Coli 

23.11.53  .  B.Coli 

F.Coli 

30.11.53  .  B.Coli 

F.Coli 

7.12.53  .  B.Coli 

F.Coli 

14.12.53  .  B.Coli 

F.Coli 

21.12.53  .  B.Coli 

F.Coli 

28.12.53  .  B.Coli 

F.Coli 


Keisby 

Han  by 

Boothby  Pagnell 

— 

180  + 

— 

— 

1 

— . 

1 

8 

1 

17 

— 

- - 

— 

— 

3 

— 

90 

1 

1 

1 

13 

8 

2 

— 

13 

— 

— 

8 

— 

1 

1 

— 

— 

1 

— 

2 

35 

— ■ 

1 

1 

— 

1 

— 

5 

— 

— 

2 

— ~ 

35 

3 

— 

5 

1 

5 

= 

2 

11 

— 

3 

— ~ 

— 

1 

5 

— 

3 

1 

1 

1 

35 

— 

5 

1 

5 

— 

3 

— 

— 

1 
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BACTERIOLOGICAL  EX 


JANUARY 

FEBRUARY 

MARCH 

APRIL 

MAY 

3 

10 

17 

24 

31 

7 

14 

21 

28 

7 

14 

21 

28 

4 

11 

18 

25 

2 

9 

16 

23 

Motherford  Spring 
NORTH  WITHAM 

Coli-aegns 
count  p  100 
mis  at  37°C 
in  48  hrs. 

0 

I 

Faecal  coli 
count  p  100 
mis  at  44  °C 
in  48  hrs. 

0 

0 

1 

0 

0 

Foxholes  Spring 
COLSTERWORTH 

Coli-aegns 
count  p  100 
mis  at  37°C 
in  48  hrs. 

Faecal  coli 
count  p  iOO 
mis  at  44  C 
in  48  hrs. 

0 

0 

0 

0 

0 

Borehole 

LENTON 

Coli-aegns 
count  p  100 
mis  at  37  °C 
in  48  hrs. 

1 

5 

8 

8 

5 

Faecal  coli 
count  p  100 
mis  at  44 °C 
in  48  hrs. 

17 

160 

160 

50 

180 

PI 

j  | 

Borehole 

OLD  SOMERBY 

Coli-aegns 
count  p  100 
mis  at  37  °C 
in  48  hrs. 

Faecal  coli 
count  p  1 00 
mis  at44°C 
in  48  hrs. 

0 

0 

0 

0 
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riONS— (i)  RAW  WATERS 


JNE 

JULY 

AUGUST 

SEPTE 

MBER 

oc 

rOBER 

NC 

>VE 

MBER 

DECEMBER 

1 

20 

27 

4 

11 

18 

25 

1 

8 

15 

22 

29 

5 

12 

19 

26 

3 

10 

17 

24 

31 

7 

14 

21 

28 

5 

12 

19 

26 

8 

0 

0 

0 

1 

0 

0 

3 

35 

8 

35 

35 

3 

2 

0 

0 

7 

1 

3 

1 

17 

0 

0 

5 

8 

13 

5 

3 

3 

5 

8 

3 

3 

35 

8 

35 

35 

5 

5 

0 

2 

35 

13 

17 

3 

17 

0 

0 

13 

13 

13 

' 

20 

13 

0 

0 

0 

50 

0 

0 

0 

180 

35 

3 

35 

35 

3 

160 

50 

160 

8 

8 

3 

13 

1 

180 

5 

90 

50 

180 

3 

13 

5 

1 

7 

PI. 

PI. 

PI. 

180 

180 

25 

180 

35 

25 

0 

180 

180 

180 

50 

90 

25 

35 

17 

180 

35 

180 

160 

180 

160 

160 

35 

90 

50 

PI. 

PI. 

PI. 

PI. 

PI. 

PI. 

PI. 

PI. 

PI. 

0 

0 

0 

0 

0 

0 

1 

0 

1 

0 

2 

0 

0 

0 

0 

2 

13 

0 

0 

2 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 
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Bacteriological  Examinations 


(ii)  Treated  Waters 


Source  of  Supply 

Place  of  Sampling 

Category 

1 

2 

3 

4 

Lenton 

Bitchfield 

20 

— 

2 

1 

Braceby 

6 

— 

— 

— 

Sapperton 

12 

— 

— 

— 

Burton  Coggles 

20 

4 

2 

1 

Ingoldsby 

18 

— 

— 

— 

Lenton 

7 

2 

3 

2 

Pickworth 

10 

— 

1 

Ropsley 

34 

1 

2 

— 

North  Witham 

Colsterworth 

58 

3 

2 

1 

North  Witham 

1 

— 

South  Witham 

5 

— 

Gunby  &  Stainhy 

5 

— 

Old  Somerby 

Old  Somerby 

48 

3 

3 

3 

244 

13 

14 

9 
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Details  of  the  number  of  Dwelling-houses  supplied  from  the 
public  water  mains  (a)  direct  to  houses,  and  (b)  by  means  of  stand¬ 
pipes,  are  as  follows  : — 


Allington 

Ancaster  . 

Barkston  . 

Barrowby  . 

Belton  and  Manthorpe  . 

Bitchfield  and  Bassingthorpe 

Boothby  Pagnell  . 

Braceby  and  Sapperton  . 

Burton  Coggles  . 

Carlton  Scroop  . 

Caythorpe  . 

Claypole  . 

Colsterworth  . 

Denton . 

Easton  ... 

Fenton . 

Foston . 

Fulbeck  . 

Great  Gonerby  . 

Great  Ponton . 

Gunby  and  Stainby  . 

Harlaxton  . 

Heydour 

Honington  . 

Hougham  . 

Hough-on-the-Hill  . 

Ingoldsby  . 

Lenton,  Keisby  and  Osgodby 

Little  Ponton  and  Stroxton  . 

Londonthorpe  and  Harrowby  Without 

Long  Bennington  . 

Marston  . 

Normanton  . 

North  Witham  . 

Old  Somerby  . 

Pickworth  . 

Ropsley  and  Humby . 

Skillington  . 

South  Witham . 

Stoke  Rochford  . 

Stubton  . 

Syston  ...  ...  ...  ...  ... 

Welby  . 

Westborough  and  Dry  Doddington 

Woolsthorpe  . 

Wyville-cum-Hungerton  . 


DIRECT 

STANDPIPE 

91 

— 

24 

128 

123 

67 

39 

— 

20 

_ — 

42 

— 

244 

, 

206 

— 

214 

78 

23 

— 

20 

— 

P3 

-  .  _ 

237 

— 

1 

— 

53 

— 

158 

1 

32 

— 

65 

— 

103 

— 

3 

— 

279 

— 

43 

— 

53 

— 

31 

— 

162 

— 

23 

51 

102 

— 

36 

— 

7 

70 

82 

— 

6 

— 

2695 

273 

Totals 
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HOUSING 

The  rate  of  providing  additional  new  houses  was  considerably 
increased,  and  a  further  109  houses  were  completed  and  occupied 
by  the  end  of  the  year.  This  may  not  seem  a  large  number  but 
when  compared  with  the  total  number  owned  by  the  Council  at 
the  end  of  1952  it  will  be  realised  that  this  represents  an  increase 
of  one  fifth. 

These  additional  houses  were  built  in  the  Parishes  of  Ancaster, 
Caythorpe,  Fulbeck,  Great  Gonerby,  Long  Bennington,  Old  Som- 
erby,  Ropsley  and  South  Witham  where  the  demand  was  greater 
than  in  other  villages. 

The  total  number  of  applications  in  the  Housing  Register  was 
reduced  from  1,078  to  808  and,  of  the  applicants  either  living  or 
working  in  the  Rural  District,  from  812  to  625.  The  largest  demands 
for  further  housing  according  to  the  Register  is  in  order  of  priority 
Great  Gonerby,  Colsterworth,  Long  Bennington,  Old  Somerby, 
Ancaster,  Barrowby,  South  Witham,  Barkston,  Caythorpe,  Denton 
and  Harlaxton,  ranging  from  103  applicants  at  Great  Gonerby  to 
25  at  Harlaxton.  These  demands  will  be  met  to  some  extent  by 
the  additional  housing  under  construction  or  planned  for  Great 
Gonerby,  Colsterworth,  Long  Bennington,  Barrowby,  South 
Witham  and  Barkston. 

The  closing  down  of  war-time  buildings  converted  to  tem¬ 
porary  housing  is  very  slow,  but  some  efforts  have  been  made,  par¬ 
ticularly  at  Harlaxton.  It  is  considered  that  more  priority  should 
be  given  to  these  families  especially  where  they  would  make  satis¬ 
factory  tenants  and  have  been  living  under  these  difficult  condi¬ 
tions  for  several  years. 

As  soon  as  additional  houses  have  been  planned  for  any  village 
that  village  is  surveyed  and  the  totally  unfit  houses  are  dealt  with 
in  order  to  prevent  re-occupation.  It  has  been  found  that  this 
method  has  operated  satisfactorily  and  has  been  of  help  in  the 
selection  of  tenants  for  re-housing. 

A  survey  was  completed  at  the  end  of  the  year  of  the  Council 
owned  housing  to  determine  the  degree  of  overcrowding  and  under¬ 
occupation.  The  worst  cases  were  as  follows: — 
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Overcrowding 

2  Bedroom  Houses  with  5  persons  .  5 

2  Bedroom  Houses  with  6  persons  .  2 

3  Bedroom  Houses  with  8  persons  .  13 

3  Bedroom  Houses  with  9  persons  .  9 

3  Bedroom  Houses  with  10  persons  .  2 

U  nder-occupa  tion 

3  Bedroom  Houses  with  1  person  .  9 

3  Bedroom  Houses  with  2  persons  .  68 

4  Bedroom  Houses  with  3  persons  .  2 

4  Bedroom  Houses  with  4  persons  .  1 


From  this  information  it  was  apparent  that  some  transfer  of 
tenants  from  one  dwelling  to  another  should  be  encouraged  so  as 
to  secure  for  each  family  a  house  better  suited  to  them  in  size. 
The  total  number  of  houses  occupied  by  one  or  two  persons  over  65 
years  of  age  was  31  and  the  majority  of  these  tenants  were  occupy¬ 
ing  3  bedroom  type  houses.  In  order  to  transfer  these  tenants  to 
more  suitable  accommodation  and  release  these  three-bedroomed 
houses,  it  was  decided  to  build  two-bedroomed  aged  persons  bun¬ 
galows. 

Unfortunately  these  bungalows  cannot  be  provided  at  a  rent 
comparable  with  the  rent  for  the  pre-war  house  and  consequently 
the  older  people  are  obviously  not  inclined  to  transfer  and  pay 
more  rent  for  smaller  accommodation  even  though  it  has  modem 
amenities  and  provides  additional  comfort.  The  National  Assis¬ 
tance  Board  have  been  most  helpful  in  some  cases  but  there  are 
instances  where  such  tenants  will  not  accept  assistance  of  this 
nature  and  still  look  upon  it  as  “  parish  relief.”  In  order  to  assist 
aged  persons  and  to  encourage  transfer  to  bungalows  when  avail¬ 
able,  an  “  Additional  Earner  ”  charge  has  now  been  brought  into 
operation  which  will  be  used  to  subsidise  the  rents  of  the  bunga¬ 
lows  and  allow  for  the  erection  of  approximately  100  to  be  let  at  an 
inclusive  rent  and  rates  figure  of  ten  shillings  per  week.  The  low¬ 
est  combined  weekly  charge  for  a  three-bedroomed  house  is  eleven 
shilling  and  twopence. 

The  number  of  applications  for  Improvement  Grants  has  grad¬ 
ually  increased  as  people  have  become  aware  of  the  existence  of 
this  assistance.  National  publicity  is  certainly  required  as  in  most 
cases  it  is  still  found  that  applicants  are  under  the  impression  that 
it  is  a  loan  and  not  a  grant  they  are  to  receive. 
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SUMMARY  OF  HOUSING  SURVEY 


Cate¬ 

gory 

Number 

Cate¬ 

gorised 

Percentage 
of  Total 
Surveyed 

1. 

Houses  satisfactory  in  all  respects 

263 

10.8 

2. 

Houses  with  minor  defects 

50 

2.0 

3. 

Houses  requiring  repair,  structural 
alterations  or  improvements 

1670 

68.5 

4. 

Houses  for  appropriate  recondit¬ 
ioning 

191 

7.8 

5. 

Houses  unfit  for  habitation  and 
beyond  repair  at  a  reasonable 
expense  . 

266 

10.9 

APPLICATIONS  FOR  IMPROVEMENT  GRANTS 

la) 

Considered  by  the  Rural  District  Council 

Received  ...  ...  ... 

•  •  •  •  •  • 

21 

Approved  . 

•  •  •  •  •  • 

13 

Rejected  . 

•  •  ♦  •  •  • 

4 

Under  consideration  . 

•  ♦  •  •  •  ♦ 

6 

(b) 

Submitted  to  the  Ministry  of 

Housing 

and  Local 

Government 

Number  submitted  . 

•  •  *  •  i  • 

12 

Number  approved  . 

•  •  •  •  •  • 

10 

Number  rejected  . 

•  •  •  •  •  • 

Nil 

Number  under  consideration 

•  •  •  •  •  • 

3 

ADDITIONAL  HOUSES  PROVIDED 


Parish 

Type 

Number 

Ancaster . 

Traditional 

12 

Orlit.  Bungalow 

14 

Caythorpe 

Traditional 

8 

Orlit.  Bungalow 

23 

Fulbeck  . 

Traditional 

12 

Great  Gonerby  . . . 

...  ,, 

12 

Long  Bennington 

...  ,, 

14 

Old  Somerby 

...  ,, 

1 

Ropsley 

...  ,, 

6 

South  Witham 

Orlit.  Bungalow 

7 

109 
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At  the  31st  December,  1953,  the  Council  owned  607  houses 
as  follows  : — 

Parish  No.  of  Houses 

Ancaster  .  56 

Barkston  .  14 

Barrowby  .  32 

Bitchfield  .  6 

Braceby  and  Sapperton  . 2 

Burton  Coggles  .  8 

Carlton  Scroop  .  16 

Caythorpe  .  51 

Claypole  .  42 

Colsterworth  .  60 

Fulbeck  .  20 

Great  Gonerby  . 58 

Great  Ponton  .  10 

Gunby  and  Stainby .  4 

Harlaxton  .  6 

Heydour  .  2 

Hougham  .  2 

Hough-on-the-Hill .  21 

Ingoldsby  .  16 

Lenton,  Keisby  and  Osgodby  .  6 

Little  Ponton  .  1 

Long  Bennington  .  26 

Marston  .  12 

Normanton . 4 

North  Witham  .  4 

Old  Somerby  .  24 

Pickworth  .  4 

Ropsley  .  26 

Sedgebrook .  4 

Skillington...  8 

South  Witham  .  26 

Stubton  .  4 

Welby  4 

Westborough  and  Dry  Doddington  .  10 

Woolsthorpe-by-Belvoir  ...  .  18 

Total  607 
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NUMBER  OF  APPLICATIONS  ON  THE  HOUSING  REGISTER 


Parish 

Living  or 
Working  in 
Rural  District 

Living  and 
Working  out¬ 
side  Rural 
District 

TOTAL 

Allington  . 

20 

1 

21 

Ancaster  . 

34 

14 

48 

Barkston  . 

32 

6 

38 

Barrowby  . 

33 

21 

54 

Belton  and  Manthorpe  . 

— 

1 

1 

Bitchfield  and  Bassingthorpe 

1 

— 

1 

Boothby  Pagnell  . 

1 

— 

1 

Braceby  and  Sapperton  . 

— 

1 

1 

Burton  Coggles  . 

1 

— 

1 

Carlton  Scroop  . 

9 

— 

9 

Caythorpe  . 

27 

8 

35 

Claypole  . 

14 

3 

17 

Colsterworth . 

48 

4 

52 

Denton  . 

27 

9 

36 

Fenton  . 

2 

— 

2 

Foston . 

10 

1 

11 

Fulbeck  . 

12 

2 

14 

Great  Gonerby  . 

103 

56 

159 

Great  Ponton . 

15 

4 

19 

Gunby  and  Stainby . 

5 

— 

5 

Harlaxton  . 

25 

8 

33 

Heydour  . 

5 

— 

5 

Honington  . 

7 

1 

8 

Hougham  . 

2 

— 

2 

Hough-on-the-Hill  . 

4 

3 

7 

Ingoldsby  . 

2 

1 

3 

Lenton,  Keisby  and  Osgodby 

2 

— 

2 

Little  Ponton  and  Stroxton 

4 

1 

5 

Long  Bennington-  . 

37 

4 

41 

Marston  . 

10 

— 

10 

Normanton  . 

1 

— 

1 

North  Witham  . 

9 

1 

10 

Old  Somerby . 

35 

19 

54 

Pickworth  . 

2 

— 

2 

Ropsley  and  Humby . 

14 

4 

18 

Sedgebrook  . 

5 

— 

5 

Skillington  . 

6 

1 

7 

South  Witham  . 

33 

7 

40 

Stubton  . 

9 

— 

9 

Welby . 

3 

— 

3 

Westborough  and  Dry  Doddington  ... 

3 

— 

3 

Woolsthorpe  by  Belvoir  . 

13 

2 

15 

Total 

625 

183 

1 

808 
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SEWERAGE  AND  SEWAGE  DISPOSAL 

Sixteen  years  after  it  was  first  considered,  the  sewerage  and 
sewage  disposal  works  are  being  installed  at  Skillington.  This 
scheme  was  one  which  could  not  be  delayed  any  longer  as  sewage 
was  being  discharged  in  its  crude  state  into  the  Cringle  Brook 
which  was  one  of  the  sources  of  the  Grantham  Water  Company’s 
supply.  It  is  to  be  hoped  that  the  Ministry  of  Housing  and  Local 
Government  will  approve  of  other  schemes  just  as  urgently  needed, 
with  a  public  health  risk  not  so  obvious,  but  underground  water 
supplies  are  liable  to  pollution  from  the  same  cause. 

This  was  the  only  complete  village  scheme  which  had  been 
approved  by  the  Ministry  at  the  end  of  the  year  although  approval 
had  been  given  to  schemes  to  allow  for  new  housing  at  Great 
Gonerby,  at  Allington  and  also  for  a  part  of  the  village  in  addition 
at  Allington.  How  can  one  part  of  a  village  be  more  important 
than  another?  How  can  sewerage  schemes  be  provided  economi¬ 
cally  if  only  a  part  of  a  disposal  works  and  a  section  of  the  sewers 
are  approved?  This  means  doing  the  work  in  two  parts  and 
obviously  results  in  a  final  greater  cost  than  would  have  been  the 
case  if  the  whole  scheme  had  been  carried  out  in  one  contract.  It 
must  be  admitted  that  recently  the  Ministry,  after  constant  pressing 
from  the  Council,  have  agreed  to  the  scheme  for  Great  Gonerby 
being  completed  in  order  to  provide  for  the  whole  village. 

In  October,  1953,  a  Technical  Committee  on  which  the  Kes- 
teven  County  Council  and  the  Grantham  Water  Company  were 
represented,  met  to  consider  the  question  of  priorities  for  sewerage 
and  sewage  disposal  in  relation  to  the  pollution  of  public  water 
supplies.  This  Committee  agreed  that  it  had  a  complex  problem 
to  deal  with  as  due  to  the  fissured  nature  of  the  Lincolnshire  lime¬ 
stone,  the  sources  of  pollution  were  no  doubt  widespread.  As  a 
result  of  this  it  was  stated  that  any  recommendations  made  could 
only  be  considered  as  provisional  and  might  have  to  be  reviewed 
in  the  light  of  experience.  The  villages  sited  direct  on  the  limestone 
and  liable  to  cause  pollution  were  considered  to  be: — 

Group  I 


Burton  Coggles 

(160) 

North  Witham 

(178) 

Colsterworth 

(824) 

Old  Somerby 

(166) 

Easton 

(110) 

Skillington 

(318) 

Great  Ponton 

(352) 

South  Witham 

(427) 

Gunby 

(  35) 

Stoke  Rochford 

(270) 

Stainby 

(216) 

Welby 

(285) 

Little  Ponton  and 

Stroxton 

(311) 
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The  villages  associated  with  the  limestone  due  to  sewer  out¬ 
falls  were  considered  to  be: — 


Group  II 

Bitchfield  and  Lenton,  Keisby  and 


Bassingthorpe 

(177) 

Osgodby 

(209) 

Boothby  Pagnell 

(  75) 

Pickworth 

(160) 

Braceby  and 

Ropsley 

(583) 

Sapperton 

Ingoldsby 

(131) 

(199) 

Humby 

(  30) 

N.B. — The  figures  in  brackets  are  the  1931  Census  population  figures 
and  do  not  necessarily  represent  the  population  along  the  line 
of  any  proposed  sewers  but  they  are  quoted  for  the  purpose 
of  comparison. 

It  was  suggested  by  the  Committee  that  the  ultimate  aim 
should  be  to  provide  sewerage  schemes  and  satisfactory  means 
of  disposal  of  sewage  for  the  villages  in  Groups  I  and  II.  For  the 
time  being,  as  a  matter  of  urgency,  the  Committee  recommended 
that  schemes  should  be  submitted  for  approval  in  the  following 
villages: — 


Group  III 

Ropsley 
Old  Somerby 
Pickworth 
Colsterworth 
Gunby  and 
Stainby 

Stroxton 
Stoke  Rochford 


i 

[-  In  relation  to  the  Lenton  Bore. 

j 

y 

t 

j 
i 

: 


In  relation  to  the  Foxhole  and 
Motherford  Springs. 


In  relation  to  the  Grantham  Water 
J  Company’s  sources  of  supply. 

Following  these  suggestions,  schemes  were  prepared  for  Rops¬ 
ley  and  Colsterworth,  being  the  two  largest  villages  in  Group  III. 
The  Ministry’s  approval  could  not  be  obtained  for  a  scheme  for 
Old  Somerby  due  to  the  high  cost  and  it  was  considered  that  the 
other  small  villages  in  Group  III  would  also  be  refused  on  the 
same  grounds. 

Apart  from  the  possible  pollution  of  public  water  supplies,  it 
is  considered  that  urgent  attention  should  be  given  to  the  provision 
of  schemes  for  the  larger  villages  similar  to  Colsterworth  and  Great 
Gonerby  where  housing  development  is  occuring  and  to  eliminate 
and  prevent  insanitary  conditions. 

The  cleaning  of  sewer  dykes  is  still  a  problem  due  to  the  lack 
of  suitable  labour  and  the  numerous  dykes  which  exist  in  nearly 
every  Parish  in  the  Rural  District, 
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REFUSE  COLLECTION  AND  DISPOSAL 

Refuse  continues  to  be  collected  once  every  three  weeks.  This 
appears  to  be  reasonably  adequate  but  as  the  cost  of  collection 
was  reduced  by  providing  a  “  kerbside  ”  collection  only,  a  collec¬ 
tion  every  three  weeks  does  at  times  confuse  the  householder.  A 
fortnightly  collection  would  avoid  this,  although  it  is  not  considered 
to  be  possible  whilst  weekly  collections  have  to  be  made  from  the 
Borough  of  Grantham’s  temporary  housing  estate  in  the  Parish  of 
Londonthorpe  and  Harrowby  Without. 

MEAT  AND  FOODS 

The  whole  of  the  meat  supply  for  the  rural  area  to  the  end  of 
the  year  continued  to  be  distributed  by  the  Ministry  of  Food  from 
their  central  slaughter  house  in  the  Borough  of  Grantham  and  is 
inspected  after  slaughter  by  the  Borough  Sanitary  Inspectors. 

Routine  inspections  were  made  of  butchers’  shops  and  vans 
and  other  food  shops  in  the  area.  Particular  attention  was  again 
paid  to  transport  cafes  along  the  main  roads  and  improvements 
were  obtained  to  sanitary  accommodation,  washing  facilities,  food 
handling  and  storage. 

One  bakehouse  received  special  attention,  where  conditions 
were  found  to  be  unsatisfactory  and  improvements  were  made. 
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RESULTS  OF  BIOLOGICAL  EXAMINATION  OF  MILKS 


Parish 

Number 

of 

Samples 

i 

Result 

Positive 

Negative 

i 

Not  determine 

Bitchfield  and  Bassingthorpe  . 

2 

_ 

2 

_ 

Braceby  and  Sapperton  . 

1 

- — 

1 

— 

Caythorpe  . 

2 

— 

2 

— 

Claypole  . 

3 

3 

— 

Colsterworth . 

3 

— 

2 

1 

i 

Denton  . 

1 

1 

— 

Great  Ponton . 

1 

— 

1 

— 

Hough-on-the-Hill  . 

2 

— 

2 

Long  Bennington  . 

1 

— 

1 

— 

Marston  . 

4 

— 

4 

Ropsley  and  Humby . 

1 

— 

1 

— 

South  Witham  . 

1 

— 

— 

1 

Stoke  Rochford  . 

1 

— 

i 

— 

Westborough  and  Dry  Doddington 

2 

— 

2 

Woolsthorpe  by  Belvoir  . 

5 

5 

Totals 

30 

— 

28 

_ 1_ 
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The  following  premises  are  registered  for  the  maufacture, 
sale  and  storage  of  ice  cream  : — 

Parish  Manufacture  Sale  &  Storage 

Ancaster  ...  ...  —  3 

Barkston  ...  ...  —  1 

Barrowby  ...  ...  —  1 

Caythorpe  . —  3 

Claypole  —  2 

Denton  —  1 

Foston .  —  3 

Fulbeck .  1  4 

Great  Gonerby .  —  2 

Ingoldsby  .  —  1 

Harlaxton  .  —  1 

Heydour  .  —  1 

Hough-on- the-Hill  ...  —  1 

Londonthorpe  &  Harrowby  —  3 

Long  Bennington  ...  —  3 

Old  Somerby  .  —  1 

Ropsley .  —  2 

Skillington  ...  ...  —  3 

South  Witham .  —  2 

Stoke  Rochford  ...  —  1 

Woolsthorpe-by-Belvoir  —  2 

In  every  case  where  the  registration  is  one  of  sale  and  storage 
only,  the  ice  cream  is  pre-packed  and  purchased  from  a  large 
manufacturer  outside  the  area. 

Reports  upon  ice  cream  samples  submitted  to  the  Ministry  of 
Health  Laboratory  were  as  follows: — 


Provisional  Grade 

1 

2 

3 

4 

No.  of  Samples 

9 

6 

1 

Nil 
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RAT  AND  MICE  DESTRUCTION 

The  full-time  rat  catcher  has  again  been  working  in  close  co-operation  with 
the  Kesteven  Agricultural  Committee  and  this  has  resulted  in  better  control 
being  exercised  and  immediate  attention  given  to  reported  infestations. 


Type  of  Property 


Local 

Auth¬ 

ority 

Dwell¬ 

ing 

Houses 

Agricul¬ 

tural 

All  other 
(includ’g 
Business 
&  Indu¬ 
strial) 

TOTAL 

I.  Total  number  of  prop¬ 

erties  in  the  District  . . . 

16 

5254 

476 

70 

5800 

II. 

Number  of  Inspections 
during  1952  : — 

(a)  notification  ... 

, 

35 

20 

8 

63 

(b)  otherwise 

199 

843 

95 

67 

1204 

III. 

Number  of  properties 
infested  by  rats 

Major  . 

10 

17 

22 

10 

59 

Minor  . 

189 

220 

75 

26 

510 

IV. 

Number  of  properties 
found  to  be  seriously 
infested  by  mice 

.  ,  IT 

,  _ 

- 

V. 

Number  of  infested 
properties  treated 

197 

231 

1 

4 

433 

VI. 

Number  of  Notices 
served  under  Section  4. 

(1)  Treatment . 

r 

. 

_____ 

- 

(2)  Structural  Works 
(i.e.  Proofing) 

— 

— 

— 

— 

— 

Total 

— 

— 

— 

— 

VII. 

Number  of  cases  in 
which  default  action 
was  taken  by  L.  Authy. 

- 

.  -  - 

VIII. 

Legal  Proceedings  . . . 

— 

— 

— 

— 

— 

IX. 

Number  of  “  block  ” 
control  schemes 

— 

— 

— 

• 

— 
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BUILDING  INSPECTIONS. 

The  following  plans  were  deposited  for  approval  during  the 


year. 

Dwelling-houses  —  new . 

« • » 

...  26 

„  „  alterations  to 

...  30 

Farm  buildings  —  new . 

...  1 

„  „  alterations  to 

— 

Factories  —  new . 

2 

„  alterations  to 

2 

Other  buildings  —  new . 

...  8 

„  „  alterations  to 

...  10 

PETROLEUM  AND  CARBIDE  OF  CALCIUM  LICENCES 

Number  in  force  (Petroleum)  . 

«  •  c 

•  •  • 

...  84 

Number  in  force  (Carbide)  . 

•  •  • 

•  •  • 

...  3 

New  licences  (Petroleum) . 

•  •  • 

•  •  • 

...  6 

New  licences  (Carbide)  . 

•  ♦  • 

•  •'  • 

•  •  •  r 
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FACTORIES  ACT  1937 

1.  INSPECTIONS 


Number  of 

Premises  Number  - 

on  Inspect-  Written  Occupiers 

Register  ions  Notices  prosecuted 


(i)  Factories  in  which  Sections 

1 , 2,  3, 4  and  6  are  to  be  en¬ 
forced  by  local  authorities  26  19 

(ii)  Factories  not  included  in 

(i)  in  which  Section  7  is 
enforced  by  the  local  Au¬ 
thority  .  63  35 

(iif)  Other  premises  in  which 
Section  7  is  enforced  by 
the  local  authority  (exclud¬ 
ing  out-workers  premises)  —  — 


89 


54 


2.  CASES  IN  WHICH  DEFECTS  WERE  FOUND 


Number  of  cases  in  which  Number 
defects  were  found  of  cases 

- in  which 

ReferredReferredprosecut- 

Particulars  to  H.M.  by  H.M.  ions 

Found  Re-  Ins-  Ins-  were 
medied  pector  pector  institut’d 


Want  of  Cleanliness  .  1 

Overcrowding .  — 

Unreasonable  temperature  ...  — 

Inadequate  Ventilation  ...  — 

Ineffective  drainage  of  floors  ...  — 

Sanitary  Conveniences — 

(a)  Insufficient  .  1 

(b)  Unsuitable  or  defective  — 

(c)  Not  separate  for  sexes  ...  1 

Other  offences  against  the  Act  — 


1 


1 

1 


« 


